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Mr. J. Edgar Hoover • ' 

Director 

Federal Bureau of Investigation 
10th Street and Pennsylvania Ave., N.W, 

Washington, D.C* 20535 

Dear Mr. Hoover: . . . . 

II am preparing a broadcast report on the Warren Report 
land the various criticisms of it. Much of the criticism T ' 
Is based on analy sizes of the Abraham Zapruder motion 
.picture film. So that I may present an accurate report 
Iv/ould you please answer two questions for me: . , 

1, vmat was Zapruder*s exact location when he' 
shot the film? 

2, At what speed did Zapruder shoot his film? 

(The Warren Report Indicated that it was •' 

• 18.6 frames per second. But, in his book / 
"Whitewash II" Harold Welsberg quotes two /. 

■FBI reports fixing the speed variously C- • 
at: 24, 22, and 17.6 frames per second.) 

Also, If possible, I would; ajiprec late a brief statement 
from you on the Warren: Rep’ort and the various attacks 
on it. Are you convinced that the evidence presented- 
by the Report supports -the conclusion that Oswald / . . 
acted alone in the crl^? ^ ' 'i*: .- • 

Thank you very much for yo^ kind cooperation, 


. > 




Sincerely, 



AmUAU 
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